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An investigation of the altitude performance of a 28 -inch diameter 
ram- jet engine -was conducted with a direct -connect system in an altitude 
test chamber at the NACA Lewis laboratory. Most of the investigation 
was for operation at a simulated Mach number of 2.0 at altitudes above 
the tropopause (250° F inlet temperature) . Configurations investigated fe 
with normal heptane as the fuel included flame holders with blocked ® 

areas of 40.5 to 62.0 percent of the combustion-chamber area and gutter F* 
widths of 1.0 to 2.5 inches, exhaust nozzles with throat areas of 55 
and 65 percent of the combust ion- chamber area, and conbustion chambers 
equipped with a center pilot burner. Runs were also made at inlet tem- 
peratures of 150° and 350° F and with Diesel fuel. 

For the configurations without a pilot burner, the limits of com- 
bustion were significantly affected by fuel -air distribution and the 
width of the flame-holder gutters . When locally rich zones of fuel- 
air distribution were provided, the lean limits of combustion were 
improved, and when the. gutter width was increased, both the lean and 
rich limits of conbustion were improved. The effects of flame-holder 
geometry on combustion efficiency were small . When a pilot flame was 
provided, the lean limit of conbustion was improved but the combustion 
efficiency was not improved. At over -all fuel-air ratios near stoichio- 
metric, combustion efficiencies were nearly equal for combustion 
chambers equipped with the 55- and 65 -percent exhaust nozzles, but the 
decrease in combustion efficiency with the decrease in fuel-air ratio 
was more pronounced for the 65-percent nozzle. Diesel fuel and normal 
heptane had about the same lean limits of combustion but lower com- 
bustion efficiencies were obtained ,with Diesel fuel. With the increase 
in inlet temperature, both the limits of conbustion and combustion 
efficiency were improved. 
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INTRODUCTION 

An investigation of the altitude performance of a 28-inch, diameter 
ram-^et engine -was conducted -with a direct -connect system in a 10-foot 
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diameter . altitude test chamber at the NACA Lewis laboratory. This 
engine Is being developed by the Marquardt Aircraft Company for use in 
a Grumman Aircraft Engineering Corporation test vehicle as part of a 
Navy guided-missile project. 

The missile is to be launched by a rocket booster and is to climb 
under its own power to a cruising altitude of 50,000 feet. The missile- 
control systems are designed to maintain a Mach number of 2.0 during 
the climb and cruise conditions: In order to satisfy the proposed 

missile-flight plan, the engine must operate over an estimated range 
of fuel-air ratios from 0.03 to 0.06, The estimated range of operable 
fuel-air ratios was based upon the engine-thrust requirements dictated 
by the flight plan and anticipated combustion efficiencies varying in 
a unif orm manner from 70 percent at a fuel-air ratio of 0.030 to a peak 
value of 94 percent at a fuel-air ratio of 0.052 and then decreasing to 
91 percent at a fuel-air ratio of 0.060. 

Investigations of engine performance at simulated altitudes from 
sea level to approximately 30,000 feet were conducted by the manufacturer. 
Investigations of engine performance in the high-altitude range of the 
flight plan were conducted at the NACA Lewis laboratory and included a 
range of simulated altitudes from 37,000 to over 55,000 feet. Results 
- of these investigations are presented in references 1 to 4. 

The purpose of this report is to summarize the principal results 
obtained in the NACA program and to - show the effects of various oper- 
ating conditions, geometrical variables, and type of fuel on combustion 
and engine performance. Information Is presented to show the effects 
of-fuel distribution on limits of combustion and combustion efficiency. 
The effects of flame-holder geometry on combustion performance are 
shown for gutter widths ranging from 1.0 to 2.5 inches and for blocked 
areas ranging from -40.5 to 62.0 percent of the combustion- chamber area. 
Operation of a configuration incorporating a pilot burner is compared 
with that for a typical configuration without a pilot burner . Perform- 
ance of the engine with exhaust -nozzle throat areas of 55.0 and 65.0 per- 
cent of the combustion-chamber area Is presented to show gross effects 
on engine performance as well as to illustrate the effects of combustion r 
chamber-inlet velocity on limits of -combustion and combustion efficiency. 
Limits of combustion and combustion efficiency obtained with two fuels, 
normal heptane and high-speed Diesel fuel, are compared in order to 
illustrate the necessity of fitting the design of the combustion 
chamber to the volatility of the fuel being used. The effects of 
inlet, temperature on combustion are shown over a range from 150° to 
350° F . 
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APPARATUS 

Description of Engine 

A schematic diagram of the test engine is shown in figure 1. The 
inner body contours , including the supersonic diffuser cone, and the 
inside contours of the outer shell aft of the lip station correspond 
to those of the flight engine. The bellmouth convergent-divergent inlet 
nozzle surroun ding the cone accelerated the inlet air from stagnation 
conditions in the test chamber to a Mach number of about 1.6 at the 
lip station, -which is the Mach number expected at this station in the 
actual engine at a flight Mach number of 2.0. Four longerons spaced 
90° apart and exten ding from about 4 inches aft of the lip station to 
the aft end of the inner body supported the inner body on the outer shell 
and formed a four-channel subsonic diffuser. The constant-area combustion 
chamber, which was water- jacketed, had an inside diameter of 28 inches. 

The fuel- injection systems, flame holders, pilot burner, exhaust noz- 
zles, and combustion- chamber length are described in the following 
sections. 


Combustion-Chamber Configurations 

Configuration 1; Fixed-orifice fuel nozzles . - The essential 
features of configuration 1 are shown in figure 2 and are described in 
detail in reference 1. Fuel was injected at a station approximately 
40 inches upstream of the aft end of the inner body through commercially 
available flat-spray fuel nozzles. The fuel nozzles, which were . 
directed both upstream and downstream were mounted in four circular- 
arc manifold segments. The segmented construction of the fuel manifolds 
was necessary because of the presence of the inner -body support longerons. 
The radial location of the fuel nozzles with respect to the engine 
center line was 12.3 inches. Eadii of the outer shell and inner body 
at the fuel injection station were 14.0 and approximately 7.9 inches, 
respectively. 

The flame holder, which is shown in figure 2(b), was made of four 
annular- ring V-type gutters 1 inch wide at the open end and mounted at 
the aft end of the inner body. The gutter rings were longitu dinally 
staggered and were interconnected by radial plates mounted parallel to 
the direction of flow and by radial V-gutter struts . The flame holder 
incorporated flight-engine type cylindrical ignition flare cases and 
also a separate spark-plug ignitor box provided expressly for starts 
during the altitude-test-chamber investigation. The projected blocked 
area of the flame holder was 42 percent of the cross-sectional area 
of the combustion chamber. 
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The combustion chamber was 46 inches long. The convergent- 
divergent exhaust. nozzle had a throat area which was 55 percent of the 
combustion-chamber area. 

Configuration 2 ; Spring-loaded fuel nozzles . - The flame holder, 
combustion-chamber length, and exit nozzle for configuration 2 were the 
same as for configuration 1. A double-manifold fuel- injection system 
was used and is illustrated in figure 3 . One set of four manifold seg- 
ments was located at the same longitudinal station as for the fuel 
manifold of configuration 1 and an additional set of four segments was 
located approximately 10 inches downstream. Both manifolds were 
equipped with pintle-type spring-loaded fuel nozzles directed upstream 
only. Details of these nozzles are given in reference 1. The radial 
locations of the fuel nozzles in the upstream and downstream manifolds 
were 10.0 and 12.3 inches, respectively. 

Configuration 5; Flame-holder geometry variation . - The fuel- 
injection system, combustion- chamber length, and exit nozzle for con- 
figuration 3 were the same as for configuration 2. Ten different flame 
holders were used and are designated configurations 3a to 3 j . The gen- 
eral type of construction of these flame holders was the same as for _ 
the 'flame holder used for configurations 1 and 2 . Principal design 
features of these flame holders are given in the following table: 


Configuration 

Gutter 

width 

(in.) 

Blocked 

area 

(percent) 

Number of 
annular 
rings 

3a a 

1.00 

42.0 

4 

3b 

1.00 

55 .0 

6 

3c 

2.00 

45.0 

2 

3d 

1.50 

40.5 

3 

3e 

2,00 

60.0 

3 

3f 

1.20 

58.0 

5 

3g 

1.38 

62.0 

5 

3h 

1.00 

48.7 

5 

3i 

1.40 

55 .0 

4 



2.50 

60.0 

2 


identical to configuration 2. 

Further details of the construction of these flame holders may be found 
in reference 2. The structural requirements involved in the construction 
of these flame holders made it difficult to control precisely the 
blocked area resulting from the iuse of a given gutter width. The char- 
acteristics of each flame holder were plotted oh coordinates of gutter 
width and blocked area as shown 'in figure 4. In an attempt to give 
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families of varying gutter width, at constant blocked area or of varying 
blocked area at constant gutter width, the points representing the 
flame holders were arbitrarily grouped by cross-hatched bands. 

Configuration 4; Pilot burner . - A schematic diagram of configura- 
tion 4 is shown in figure 5. The aft end of the inner body for this 
configuration, instead of tapering to a point as for configurations 1 
to 3, terminated bluntly for accomodation of a can-type pilot burner. 

The flame holders were mounted in the plane of the pilot-burner discharge. 
A disassembled view of the aft end of the inner body, pilot burner, and 
flame holder is shown in figure 6. The pilot burner consisted of a 
swirl plate and a basket-type skirt. The pilot-burner skirt was notched 
in four places on the downstream end to receive small radial gutter 
elements which interconnected the pilot burner and flame holder. 

The construction of the flame holders used with the pilot burner 
was similar to the construction of the flame holders for configurations 1 
to 3. The flame holder for configuration 4a had four 1.38-inch longi- 
tudinally staggered annul ar-Y gutters and a blocked area of 54.0 percent 
of the combustion- charier area. The flame holder for configuration 4b 
had two 2.00-inch gutters and a blocked area of 45.0 percent. 

Fuel was injected at a station approximately 32 inches upstream of 
the flame holder through spring-loaded fuel nozzles spraying upstream 
from two concentric manifolds (fig. 5). Each manifold was composed of 
four circular arcs as described for configuration 1 to 3. Ra dial loca- 
tions of the inner and outer ring of fuel nozzles were 9.0 and 
12.3 inches, respectively. Radii of the inner body and outer shell in 
the plane of the fuel -nozzle discharge were 7.3 and 14.0 inches, 
respectively. 

The exit nozzle was the same as for configurations 1 to 3 . The 
length of the combustion chamber was 57 inches . Further details of 
the fuel -injection system, pilot burner, and flame holders may be founds 
in reference 3. 

Configuration 5; Increased exhaust-nozzle throat area . - The fuel- 
injection system, pilot burner, flame holder, and combust ion- chamber 
length were the same for configuration 5 as for configuration 4b. The 
exhaust -nozzle throat area was 65 percent of the combustion-chamber 
area. A complete description of configuration 5 may be found in 
reference 4. 


Instrumentation 

Detailed descriptions of the instrumentation for the various 
combustion- chamber configurations described may be . found in the 
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appropriate references 1 to 4 . . General descriptions of location and 
type of measurement in the engine "which are pertinent to thiB report 
are as follows (station numbers correspond to those on fig. l) : 


Location 

Station 

s - -n~ -r-TJT.- ; -T- — — — 

Type of measurement 

Bellmouth inlet 

0 

Total pressure and temperature 

Combustion- chamber inlet 

2 

Total and static pressure 

Combustion-chamber exit 

4 

Total pressure 

Exhaust -nozzle throat j 

5 

Wall- and stream- static pressure 


Fuel flow was measured with a calibrated adjustable -orifice meter 
and air flow was determined from a calibration of the choked-bellmouth- 
inlet nozzle of the . engine . 


Installation in Altitude Chamber 

A schematic diagram of the engine mounted in the altitude test 
chamber is shown in figure 7 . A forward baffle attached to the engine 
by means of a flexible seal, isolated the inlet-air supply from the 
low-pressure compartment provided for. the engine exhaust. A rear baffle 
surrounding the engine near the exhau st nozzle prevented recirculation 
of the hot exhaust gases around the engine. Other details of the instal- 
lation are given in reference 1. ... 


PROCEDURE 

Most of the Investigation reported herein was for a simulated flight 
Mach number of 2.0 at ttACA standard altitudes above the tropopause. 

This required preheating the inlet air to 250° F from a normal supply 
temperature of about 80° F, which was accomplished hy mixing the 
products of combustion from an air heater with. the inlet-air supply. 

The effect of the combustion-heater contamination of the charge air 
on engine performance is not known but probably is small. 

With the heater in operation, the engine was started and the 
exhaust pressure was then reduced to a value below that required to 
choke the exhaust nozzle. The exhaust nozzle remained choked for all 
runs, as is the case for the flight engine, thereby making flow con- 
ditions in the combustion chamber independent of the facility exhaust 
pressure. . 

In order to simulate a specific altitude for the steady-burning 
runs at an inlet temperature of 250° F the stagnation pressure at the 
bellmouth inlet was set to a value corresponding to that behind the 
oblique shock off the supersonic-diffuser cone of the flight engine. 
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The engine air flow was determined hy the h ellmouth - inlet pressure set- 
ting and, for the runs at an inlet temperature of 250° F, corresponded 
to the air flow for supercritical operation of the actual engine at a 
flight Mach number of 2.0j there were no provisions on the test engine 
for, subcritical air flow spillover simulation. The range of simulated 
altitudes covered in the preceding manner during the investigation was 
from 37,000 to over 55,000 feet. Specific altitudes investigated for 
any particular configuration may be found in references 1 to 4. 

Runs were made at inlet temperatures of 150°, 250°, and 350° F with 
configuration 5. Because. the geometry of the bellmouth inlet was set 
to simulate operation at a flight Mach number of 2.0, rigorous simulation 
of operating Mach numbers and altitudes corresponding to inlet tempera- 
tures of 150° and 350° F was not possible. Consequently, the air flows 
for 150° and 350° F were set to correspond with those at 250° F to pro- 
vide similar average conditions at the combustion-chamber inlet for all 
three inlet temperatures . , 

/ 

With the simulated altitude or air flow set, the fuel-air ratio was 
varied in small increments and data were taken at stabilized-burning 
conditions . The fuel-air ratio range covered was generally from lean 
blow-out to rich blow-out or, if rich blow-out did not occur, to some 
fuel-air ratio above Q.07. Blow-out was detected by the change in 
sound level, observation of blow-out through a periscope viewing the 
discharge of the engine, and automatic fuel -flow cut-off through action 
of a photoelectric flame-sensing element attached to the combustion 
chamber. 

For the single -manifold fuel-injection system of configuration 1, 
all runs were made with equal fuel pressures applied to al l nozzles . 

For the double-manifold fuel- injection systems of configurations 2 
to 5, three different methods of fuel injection were used: 

(l) Uniform injection: The injection is at equal fuel pressures 

through all nozzles in both i nn er and outer manifolds. All of the 
configurations 2 to 5 were operated with uniform injection. 

C 2 ) Quadrant, injection: The injection is at equal fuel pressures 

through nozzles in inner- and outer-manifold segments located in only 
two diametrically opposite quadrants . Quadrant injection data were 
obtained only with configuration 2. .Quadrant injection was used in 
order to improve the lean limits of combustion (over those obtainable 
with uniform injection) by creation of locally rich fuel-air ratios 
at low over-all fuel-air ratios. 

(3) Annular injection: The injection is at equal fuel pressures 

through nozzles in inner manifold only. Annular injection was used 
with some of the more promising configurations in order to improve the 
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lean limits of combustion by local fuel-air enrichment and was used in 
preference to quadrant injection because the predominant sheltered 
areas provided by the flame holders were annular rings . 

Performance of all the configurations was investigated with 
commercialT- grade normal heptane; In addition, several runs were 
made with configuration 5 using high-speed Diesel fuel (U.S. Army 
Specification 2-102C, Amendment -3) . Comparative properties of these 
two fuels may be found in reference 4, 

Combustion efficiencies were calculated by the methods outlined in 
detail in references. 1 and 2 . The methods used to calculate combustion 
efficiency involved the assumptions that ideal one-dimensional choked 
flow existed in the plane of the exhaust-nozzle throat and that the gaB 
temperature was uniform across the stream.. (The symbols and station 
locations used throughout the report are defined in the appendix.) 


DISCUSSION OF RESULTS 

For the data presented in this ‘report fuel-air ratio, combustion- 
chamber-inlet Mach number and, at constant simulated altitude, 
combustion-chamber-inlet and -exit pressures were functionally related 
for a given configuration. The [interrelation of these variables 
resulted from the conditions necessary for continuity of flow through 
the' choked exhaust nozzle. For .the configurations employing the 
55-percent exhaust nozzle (configurations 1 to 4) the combustion-chamber- 
inlet Mach number generally varied from approximately 0.23 at a fuel- 
air ratio of 0.03 to a value of 0.14 at fuel-air ratios of 0.06 and 
greater. At a simulated altitude of 50,000 feet and a fuel-air ratio 
of 0.07 the combustion- chamber-exit total pressure “was approximately 
1600 pounds per square foot and .decreased to approximately 1000 pounds 
per square foot at a fuel-air ratio of 0.03. At a given fuel-air 
ratio the combust ion -chamber -exit pressure was approximately proportional 
to the static pressure at the altitude simulated* departures from this 
proportionality resulted from variations of combustion efficiency at 
constant fuel-air ratio . Specific conditions of. operation for the con- 
figurations discussed in the following sections may be found in refer- 
ences 1 to 4, - 


Performance :of Configuration .1 

The altitude limits of combustion, over-all exhaust -nozzle pressure 
ratio, and combustion efficiency obtained with configuration 1 are 
shown in figure 8 as a function ,of fuel-air ratio . 

The limits of combustion (fig. 8(a)) are composed of two parts, a 
lean limit and a rich limit. Eanh limit defines the highest altitude 
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for ■which stable combustion could be obtained at a given fuel-air ratio , 
and the area bounded by the curves represents the range of operable 
fuel-air ratios. Above a simulated altitude of 40 , 000 feet the operable 
range of fuel-air ratios -was narrow and at a simulated altitude of 
50,000 feet, the cruising altitude of the missile, operation could not 
be obtained at any fuel-air ratio. 

The ratio of combustion-chamber-exit total pressure to simulated- 
altitude static pressure (exhaust-nozzle pressure ratio) is shown in 
figure 8(b) . This pressure ratio is a measure "of the effective jet 
thrust and at a given altitude increased with fuel-air ratio continu- 
ously to the rich limit of combustion . At a given fuel-air ratio , the 
pressure ratio decreased slightly with increasing altitude; this 
decrease. is a reflection of decreasing combustion efficiency with 
increasing altitude. 

At a given simulated altitude, combustion efficiency (fig. 8(c)) 
first increased with fuel-air ratio until a peak value was reached at 
a fuel-air ratio of appro ximat ely 0.047 and then decreased with further 
increases in fuel-air ratio. Peak combustion-efficiency values of 88, 
82, and 77 percent were obtained at simulated altitudes of 37,000, 
40,000, and 45,000 feet, respectively. At a constant fuel-air ratio 
combustion efficiency decreased with increasing altitude, primarily as 
a result of the decreasing level of pressure at which combustion 
occurred . ' ~v - 

Configuration 1 was obviously unsatisfactory because of the very 
limited range of operation above an altitude of 40,000 feet. Improve- 
ments in combustion efficiency were also desired. Two methods were 
used in an effort to improve the limits of combustion and combustion 
efficiency: (l) changing the fuel distribution, and (2) changing the 

flame -holder geometry. 


Effect of Fuel Distribution 

In order to insure stable combustion, a fuel-air ratio near stoi- 
chiometric must be provided in the vicinity of the sheltered regions 
of the flame holder. A uniform distribution of fuel at over - all fuel- 
air ratios near stoichiometric and localized regions of near- 
stoichiometric mixtures at lean over-all fuel-air ratios' are required 
to maintain conditions satisfactory for stable combustion. The double- 
manifold fuel-injection system shown schematically in figure 9(a) was 
used, to_ improve the fuel-air distribution over the distribution 
obtained, with configuration 1. Photographs of combustion (figs. 9(b) 
to 9(d)), taken through the periscope viewing the discharge of the - 
engine, show the location of burning for the types of injection used 
with the double-manifold system. With uniform injection (fig. 9(b)) 
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the flame intensity, as shown by the light and dark areas, did not vary 
greatly across the combustion chamber. The light areas shown in fig- 
ures 9(c) and 9(d) illustrate clearly that with quadrant injection most 
of the combustion occurred in the zones following the quadrants in which 
fuel was injected and that with annular injection combustion was con- 
fined primarily to a core in the center of the combustion chamber. 

Comparison of- performance yith uniform and cua&rant injection . - 
The limits of combustion, over-all exhaust-nozzle pressure ratio, and 
combustion efficiency obtained with configuration 2 are shown in fig- 
ure 10. Both uniform and quadrant fuel injection were used. The limits 
of combustion for uniform injection (fig. 10(a)) were shifted to a 
region of fuel-air ratios richer than the ratios obtained with configu- 
ration 1. For example, at a simulated altitude of 40,000 feet, lean 
blow-out occurred at a fuel-air ratio of 0.044 for configuration 2 
compared with 0.035 for configuration 1. This shift of limits to 
higher fuel-air ratios is a logical result of the more uniform dis- 
tribution of fuel with the double -manifold fuel-injection system 
which, for any over-all fuel-air ratio, gave lower local fuel-air 
ratios than those obtained with the single-manifold system. 

The use of quadrant injection resulted in very pronounced improve- 
ments in the lean limits of combustion. For example, between altitudes 
of 40,000 and 45,000 feet the lean limit of combustion was reduced 
from a fuel-air ratio of approximately 0.045 for uniform injection to 
0.030 for quadrant injection. Concentration of the fuel in only two 
of the four quadrants maintained high local fuel -air ratios and 
improved flame stabilization at low over-all fuel-air ratios. 

The behavior of the over-all exhaust-nozzle pressure ratio for 
configuration 2 (fig. 10(b)) was similar to the behavior obtained for 
configuration 1. Higher combustion efficiencies obtained with con- 
figuration 2, however, resulted in exhaust -nozzle pressure ratios 
which were high enough so that the supersonic diffuser could be 
expected to operate critically (that is, with a normal shock at the 
lip station) . The diffuser critical points, which are shown in fig- 
ure 10 (b) and subsequent figures, were estimated on the basis of an 
oblique shock generated by a 20° half -angle cone, an ideal normal shock 
at the average inlet Mach number of the flight engine (at a flight Mach 
number of 2.0), a total pressure ratio of 0.93 in the subsonic dif- 
fuser, and the combustion-chamber pressure ratios obtained during ' 
operation in the altitude test chamber. When the fuel-air ratio is 
increased above the critical values in the actual flight engine, 
either slightly increasing or same degree of - decreasing exhaust-nozzle 
pressure ratios would result, depending on the pressure -recovery char- 
acteristics of the supersonic diffuser when operating subcritically . 

Peak values of combustion efficiency at comparable simulated alti- 
tudes were higher and occurred at higher fuel-air ratios for configura- 
tion 2 with uniform injection than the peak values of combustion 
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efficiency obtained -with configuration 1. At 40,000 feet the combustion 
efficiency for uniform injection was 97 percent at a fuel-air ratio of 
0.054 (fig. 10(c)) and decreased sharply to a value of 83 percent at a 
fuel-air ratio of 0.044. Combustion efficiencies obtained with quadrant 
injection blended with a general trend of sharply decreasing combustion 
efficiency with decreasing fuel-air ratio . This trend was apparent in 
the performance obtained for both configurations 1 and 2. 

Comparison of limits of combustion for quadrant and annular injec- 
tion . - Improvements in the lean l imi t of combustion obtained with both 
quadrant and annular injection are shown in figure 11 for configura- 
tion 3b. Although the data obtained were limited the results show that 
at an altitude of 45,000 feet the improvement in the lean limit of com- 
bustion was about the same for both quadrant and annular injection. 

Because the limits of combustion for configuration 3b were similar 
for both quadrant and annular Injection, annular injection was used 
for all subsequent configurations. Annular injection was felt to be a 
more logical method because the' predominant sheltered areas provided by 
the flame holders were .annular rings . 

As has been shown In the previous sections, fuel distribution had 
a very important effect on the lean l imi ts of combustion. The creation 
of localized zones of near-stoichiometric fuel-air ratio resulted in 
pronounced improvements over the lean limits of combustion obtained 
with uniform injection. The maximum combustion efficiencies obtained 
with rich zone injection were lower and occurred at lower over-all 
fuel-air ratios than those obtained with uniform injection. The method 
of injection, however, was not entirely responsible for the lower com- 
bustion efficiencies obtained with rich-zone injection inasmuch as 
the operating conditions were less favorable for combustion at the 
lower over -all fuel-air ratios where rich-zone injection was used. 


Effect of Flame-Holder Geometry 

Flame-holder geometry was varied as an alternative method of 
Improving the limits of combustion and combustion efficiency. Configu- 
rations 3a to 3j were used in the . investigation of the effects of 
flame-holder geometry. 

Effect of gutter width on limits of combustion . - The theory of 
burning in the wake of bluff bodies (reference 5) states that continuous 
ignition occurs as a result of transfer of hot gases from recirculating 
eddies or vortices immediately downstream of the bluff body into the 
boundary region of relatively cold fuel-air mixtures. The temperature 
of the boundary mixture increases as the flow proceeds downstream until 
the appropriate ignition temperature Is reached.. From a balance 
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■between the heat supply rate required for ignition in the boundary 
zone and the rate of heat flow from the eddy region, it nan be shown 
that for a given fuel-air distribution, inlet-air pressure, and inlet- 
air temperature the fuelrair ratio at which blow-out occurs is a 
function of the width of the bluff body or gutter and the mixture 
velocity past the body. 

In. the investigation of the effects of- flame -holder geometry, the 
throat area of the choked exhaubt nozzle was not, varied and the inlet - 
air temperature was held constant so that the velocity past the flame 
holder was a function only of the gutter width and blocked area for 
data obtained at constant fuel-air ratio and pressure. The effects 
of gutter width and blocked area were manifest only as attendant 
effects on combustion efficiency, which are subsequently shown to be 
small, and an indefinable effect of decreased flow area in the case 
of blocked area. Thus, in order to adapt the previously discussed the- 
ory to the data obtained, the fuel-air ratio at which blow-out occurred 
was plotted against flame -holder gutter -width . The results obtained 
are shown in. figure 12. 

The three curves shown in figure 12 define the rich and lean 
limits of combustion with uniform injection and the lean limits of 
combustion for annular injection, all for a combustion- chamber exit 
pressure of 1100 pounds per square foot absolute. Each of the points 
defining a given curve , is for. a: different flame holder, its gutter 
width being the geometrical variable of interest. The fuel-air ratio 
defining the limits of combustion increased for uniform rich blow-out 
and decreased for uniform and annular lean blow-out as gutter width 
increased. Thus, the improvement of the operable range of fuel-air 
ratios with increasing gutter width is in apparent qualitative agree- 
ment with the previously discussed theory. A combination of wide 
gutter width and locally rich fuel-air ratios yielded the best lean 
limits of combustion. !' 

Effect of. blocked area and 'gutter width on combustion efficiency . - 
The effect of flame -holder blocked area on combustion efficiency for a 
fuel-air ratio of 0.05 and a combustion-chamber-exit pressure of 
1800 pounds per square foot absdlute is shown in figure 13. Three 
curves are shown and are for families of flame holders with gutter 
widths of 1.00, 1.38 to 1.50, arid 2.00 inches. These curves were 
obtained by cross-plotting from faired curves for each flame holder 
involved. Only two flame holders with 2. 00 -inch gutter width were 
investigated and the curve shown' for this family of flame holders was 
drawn to conform to the trend for the 1.38- to 1.50-inch gutter-width 
family. The effect of blocked area oh combustion efficiency was small 
for all three families of flame holders; two of the constant-gutter - 
vidth families indicate a slight increase in combustion efficiency and 
the third a slight decrease in combustion efficiency with increasing 
blocked area. 
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The effect of flame-holder gutter width on combustion efficiency 
for a fuel-air ratio of 0.05 and a combustion-chamber-exit pressure of 
1800 pounds per square foot absolute is shown in figure 14. Curves 
are shown for two families of flame holders , one with blocked areas 
from 60.0 to 62.0 percent and the other with blocked areas from 40.5 
to 45.0 percent. The effect of gutter width on combustion efficiency 
for both of the constant blocked-area flame-holder families was small. 

The effects of flame-holder blocked area and gutter width on com- 
bustion efficiency, which are shown in figures 13 and 14, are typical 
of the results obtained and presented in more detail in reference 2. 

The effects of both geometrical variables were relatively small over 
the range of combustion- chamber operating' conditions for which compari- 
sons were possible. An additional* variable which could not be isolated 
as flame -holder, geometry varied was the distribution of blocked area 
relative to the fixed fuel-air distribution pattern. Inasmuch as the 
over-all changes in combustion efficiency were small for relatively 
large changes in geometry and the trends did not follow an entirely 
consistent pattern (see reference 2), it is probable that the distri- 
bution of blocked-area had as important an effect on combustion effi- 
ciency as either blocked area or gutter width. 


Effect of Pilot Flame 

Past experience with combustion chambers for tail-pipe-burner and 
ram-jet application has shown that the presence of a pilot flame helps 
to stabilize combustion at low fuel-air ratios . Investigation of the 
pilot-burner configurations was directed toward improvement of the 
range of operation obtained with configurations without" a pilot burner. 

Comparative performance of configurations with and without pilot 
burner . - A comparison of the altitude limits of combustion and the 
over-all exhaust-nozzle pressure ratio Is shown in figure 15 for con- 
figurations 4a and 3j . Of the pilot-burner configurations investigated, 
configuration 4a had the best lean limits of combustion. Configura- 
tion 3 j was chosen for the comparison because it had the best lean 
limits of combustion for all the configurations without pilot burner. 

The lean limits of combustion obtained with annular injection are 
shown in figure 15(a) for configurations 4a and 3j. The lean limit 
obtained with the pilot-burner configuration was better than the lean 
limit obtained with the configuration without pilot burner by approxi- 
mately 0.01 in fuel-air ratio over the range of altitudes for which a 
comparison was possible. This lean limit improvement obtained by pro- 
viding a pilot flame is particularly significant because configuration 3j 
was, with respect to combustion limits, the best configuration found 
in the investigation of flame-holder geometry. 
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A comparison of over-all exhaust -nozzle pressure ratios for the 
configurations -with and without : pilot turner at a simulated altitude 
of 50,000 feet is shown in figure 15(b). The over-all exhaust-nozzle 
pressure ratio at the critical-diffuser point was 6.0 for both configu- 
rations. At over-all exhaust-nozzle pressure ratios below the critical 
value, the fuel-air ratio with uniform injection was higher for the 
configuration yith a pilot burner than for the configuration without a 
pilot burner, and with annular Injection the fuel-air ratio was lower 
for the configuration with a pilot, burner than for the configuration 
without a - pilot burner. Thus, combustion efficiencies for the configu- 
ration with a pilot burner were ; lower with uniform injection and some- 
what higher with annular injection than those for the configuration 
without a pilot burner at all fuel-air ratios below the critical point. 
The minimum operable exhaust-nozzle pj^ssure ratios, which occurred 
at the fuel-air ratios corresponding to the lean limits of combustion, 
were 3.3 and 3.6 for' the configurations with and without a pilot 
burner, respectively. 


Effect of Exhaust-Nozzle Geometry 

Performance of the engine equipped with an exhaust nozzle having a 
throat area of 65 percent of the combustion-chamber area was determined 
because the engine manufacturer's estimates of thrust based upon use 
of a 55-percent exhaust nozzle indicated that a marginal condition 
might exist immediately following termination of the rochet boost. The 
larger exhaust-nozzle throat area gave higher thrust than the 55-percent 
nozzle for a given. exhaust-nozzle press-ure ratio, but at the same time 
imposed a higher velocity and a : lower pressure on the combustion chamber 
at a given fuel-air ratio and simulated altitude. 

Comparison of jet-thrust coefficients for 55- and 65-percent 
exhaust nozzles . - Jet-thrust coefficients for the 55- and 65-percent 
exhaust nozzles are presented in figure 16(a) as a function of fuel- 
air, ratio for a simulated altitude of 45,000 feet. These thrust coef- 
ficients were estimated with the assumption that 97 percent of the 
ideal one -dimensional value of . pA(l+xM ; was available at the nozzle 
exit for each nozzle. Design nozzle-exit areas of 79 and 93 percent 
of the combustion-chamber area were used in the thrust-coefficient 
calculations for the 55- and 65^percent nozzles, respectively. 

The thrust coefficient increased with fuel-air ratio for both 
nozzles. The inlet diffuser was critical for the 55-percent nozzle 
at a fuel-air ratio of 0.055 and the thrust coefficient was 1.29. 

For the 65 -percent nozzle the highest attainable combustion-chamber 
temperature rise was reached at a fuel -air ratio of 0.073 and this 
occurred before the diffuser was' critical. At this fuel-air ratio of 
0.073 the peak thrust coefficient for the 65-percent-nozzle engine was 
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1.32, a very small improvement over the critical-diffuser value of 
1.29 obtained with the 55-percent nozzle. For a given thrust coeffi- 
cient the required fuel-air ratio was from 20 to 40 percent greater 
for the 65-percent than for the 55-percent nozzle. Thus, cruise opera- 
tion would he seriously compromised by use of the 65-percent nozzle. 

■ Effect of increased crrnhustion-chamber-inlet Mach number on 
combustion . - At a given temperature rise across the combustion cham- 
ber the combustion-chamber-inlet Mach numbers were theoretically about 
18 percent higher for the 65-percent exhaust nozzle than for the 
55-percent nozzle. These higher Mach numbers (or velocities) resulted 
in differences in both the limits of combustion and combustion 
efficiencies obtained with the two nozzles. 

A comparison of the limits of combustion obtained with the 65- and 
55-percent nozzles is shown in figure 16(b) . The curves shown in fig- 
ure 16(b) define the lowest combustion-chamber-exit total pressure for 
which stable combustion could be maintained at a given fuel-air ratio. 
For combustion-chamber -exit pressures greater than 800 pounds per square 
foot, the lean and rich limits of combustion for the 65-percent nozzle 
occurred at lower fuel-air ratios than the limits of combustion for 
the 55-percent nozzle. According to the basic theory, which was dis- 
cussed previously 'in presenting the effects of flame-holder geometry 
on limits of combustion, the fuel-air ratios defining the lean limits 
of combustion for the 65-percent nozzle would be expected to increase 
over those ratios obtained with the 55-percent nozzle and the 'fuel-air 
ratios defining .the rich limits would be expected to decrease according 
to some function of the increased combustion-chamber-inlet Mach num- 
bers associated with the 65-percent nozzle. The poorer rich limit 
obtained with the 65-percent nozzle is in accord with the theory, but 
the better lean limits obtained for both uniform and annular injection 
with the 65 -percent nozzle apparently contradict the theory. 

Apparently the higher velocities associated with the 65-percent nozzle 
reduced the penetration of the fuel sprayed into the air stream so 
that rich zones of fuel-air ratio beneficial to the lean limits of com- 
bustion were more effectively preserved in the flow stream down to the 
flame holder . 

A comparison of combustion efficiencies obtained with the . 65- and 
55-percent nozzle is shown in figure 16(c). The curve for the 
65-percent nozzle is for a simulated altitude of 45, 000 feet; the curve 
for the 55-percent nozzle was obtained by cross-plotting so that at 
every fuel-air ratio the combust ion- chamber -exit pressure was equal 
to that obtained for the 65 -percent nozzle. Thus, at a given fuel-air 
ratio, differences in combustion efficiency shown are attributable to 
differences in combustion-chamber-inlet Mach number and attendant 
effects. 
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Combustion efficiencies obtained .with uniform injection were equal 
for loth nozzles at a fuel-air ratio of 0.076. Between fuel-air ratios 
of 0.062 and 0.076 the combustion efficiencies obtained with the 
65-percent nozzle were slightly lower than those obtained with the 
55-percent nozzle. As fuel-air. ratio was reduced below 0.062 the 
deterioration of combustion efficiency with decreasing fuel-air ratio 
became progressively more pronounced for. the 65-percent nozzle. Thus, 
as fuel-air ratio was reduced combustion efficiency became more sensi- 
tive to the higher c ombus t ion- chamb er - inlet Mach numbers associated 
with the 65-percent nozzle. - . 


Effect of Fuel Volatility 

High-speed Diesel fuel was used to determine the effect of fuel 
volatility on combustion performance because availability might neces- 
sitate the use of a fuel other than the design fuel, heptane. The 
Diesel fuel used in the investigation had a 50-percent distillation 
point of 509° F compared with 206° F for normal heptane. 

The performance of the engine when operated with* Diesel fuel was 
found, after brief running, to be unsatisfactory and as a result only 
limited data were obtained. The results, however, when* compared with 
those obtained with normal heptane. Illustrated some of the basic 
combustion-chamber design change, s required for satisfactory utilization 
of Diesel fuel. 

Comparison of limits of combustion for Diesel fuel and normal 
heptane . - A comparison of the uniform- injection lean limits of com- 
bustion for configuration 5 obtained with Diesel fuel and normal heptane 
is shown in figure 17(a) . The limits were slightly better for Diesel 
fuel above an altitude of 50,000' feet and slightly better for normal 
heptane below an altitude of. 50,000 feet. Despite the fact that no 
physical changes were madq to adapt the engine to the less volatile 
Diesel fuel, the quantity of fuel vaporized provided a flame -stab ill zing 
fuel-air mixture at the flame holder which was as good, as that obtained 
for heptane . 

Comparison of combustion efficiencies for Diesel fuel and normal 
heptane . - A comparison of combustion efficiencies obtained with uniform 
Injection for Diesel fuel and normal heptane is presented In fig- 
ure 17(b). The curves shown are for a simulated altitude of 
45,000 feet. Over the range of fuel-air ratios investigated, the 
combustion efficiency' obtained with Diesel fuel was 10 to 20 percentage 
points lower than that .obtained with heptane. The combustion effi- 
ciency obtained with Diesel -fuel increased only slightly, from 38 to 
44 percent, as fuel-air ratio increased from 0 .040 to 0.056. For 
normal heptane ' the.: combustion efficiency increased from 4r8 to 66 percent 
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for the same increase in fuel-air ratio.- The nearly constant and low 
combustion efficiency obtained for Diesel fuel over the complete range 
of fuel-air ratios investigated indicates that a large percentage of 
the total combustion taking place was confined to the wake regions 
immediately follow in g the flame -holder gutters. Combustion in these 
regions was apparently similar for both Diesel fuel and normal heptane 
as evidenced by s im ilarity of the limits of combustion (fig. 17(a)). 
The better vaporization characteristics of heptane permitted better 
combustion as the mixture progressed down the combustion chamber , 
resulting in higher combustion efficiencies and progressively improv- 
ing combustion efficiencies with increasing fuel-air ratio. Longer 
vaporization times (greater distance between point of injection and 
flame holder) and higher injection pressures for better fuel atomiza- 
tion probably would have improved the combustion efficiencies obtained 
with Diesel fuel. 


Effect of Combustion -Chamber -Inlet Temperature 

For engine operation at off -design flight Mach numbers and on non- 
standard days the combustion-chamber-inlet temperature would deviate 
from 250° F, the value corresponding to a flight Mach number of 2.0 
above the tropopause. The effects of variations in inlet temperature 
on combustion were determined by runs with configuration 5 at inlet 
temperatures of 150°, 250° , and 350° F,. The results obtained are sub- 
ject to a correction for charge-air contamination by the combustion 
heater which varied with inlet temperature. As was previously stated, 
however, the effects of contamination on engine combustion were pr-obably 
small over the range of combustion-heater fuel-air ratios' used (0.001 
to 0.004) . 


Combustion efficiency . - The effect of temperature on combustion 
efficiency is shown in figure. 18 for uniform injection. Curves are 
shown for a fuel-air ratio of ,0.065 at a combustion-chamber -exit pres- 
sure of 1400 pounds per square foot and for a fuel-air ratio of 0.040 
at a combustion-chamber -exit pressure of 1000 'pounds per square foot. 
Combustion efficiency increased with inlet temperature for both the 
high and low fuel-air ratio conditions. For an increase in temperature 
from 150° to 350° F the combustion efficiency increased from 41 to 
50 percent with a fuel-air ratio of 0.040 and from 70 to 90 percent 
with a fuel-air ratio of 0.065. 

Limits of combustion . - The effect of temperature on the limi ts of 
combustion is shown in figure 19 . These limits define the lowest 
combustion-chamber-exit pressure for which stable combustion could be 
maintained at a given fuel-air ratio . Sets of curves for inlet tem- 
peratures of 150°, 250°, and 350° F are shown for uni form and annular 
injection. In general, for both types of injection, the stable 
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operating pressure at a given fuel-air ratio decreased as inlet tempera- 
ture increased. A departure from this trend occurred in the region of 
fuel-air ratios between 0.050 and 0.056 where the m i nimum operating 
pressure for. 150° F became lower! than that for either 250° or 350° F. 

At a given combust ion-chamber- exit pressure the stable operating range 
of fuel-air ratios increased as 'inlet temperature was raised. 


CONCLUDING REMARKS 

In an altitude test- chamber investigation of the performance of a 
28-inch diameter ram- jet engine,' the original configuration was found to 
be unsatisfactory from the standpoint of inadequate combustion limits. 
Variation in the cumbus tion- chamber features resulted in, a design that, 
although not completely satisfactory. with respect to combustion effi- 
ciency, would operate over a range of fuel-air ratios greater than that 
required by the proposed flight plan. 

Fuel distribution and flame-holder geometry significantly affected 
limits of combustion but did not affect combustion efficiency. Use of 
a double -manifold fuel-injection system in place of the original 
single-manifold system improved the rich limits of combustion by dis- 
tributing the fuel-more uniformly at high fuel-air ratios and improved 
the lean limits of combustion by permitting maintenance of .locally 
rich fuel-air. ratios at low over-all fuel-air ratios . The primary fac- 
tor in flame-holder geometry affecting limits of combustion was gutter . 
width. In general, wider gutters improved both the rich and lean limits 
of combustion. Combustion efficiency was relatively independent of 
flame -holder geometry over a wide range of ^blocked areas and 'gutter 
widths . ■ ■ ' 

The presence of a pilot burner aided in stabilizing combustion 
at the lean over-all fuel-air ratios by providing a small but constantly 
burning region of approximately stoichiometric mixture. The effect 
of the pilot burner on combustion efficiency was small, however, inas- 
much as the pilot flame served primarily as an igniting and combustion 
stabilizing mechanism and did not contribute to completeness of com- 
bustion after continuous ignition had been achieved. 

The imposition of : high combustion-chamber-inlet Mach numbers by 
the use of an exhaust .nozzle throat area larger than th^ original 
(65- and 55-percent of the combustion-chamber area, respectively) 
resulted in better lean limits but poorer rich, limits of combustion. 
These effects' on the limits :of c embus tion were attributed to the 
reduction in the spreading 'of the' conical fuel spray pattern, which 
preserved a stratum of. rich. mixture in the flow stream down to the 
flame holder. Combustion efficiency at high fuel-air ratios was 
insensitive to the. higher combustion-chamber-inlet Mach numbers but 
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became progressively more sensitive to lihe higher Mach numbers and 
decreased more rapidly for the large exhaust nozzle as fuel-air ratio 
was reduced. 

Lean limits of combustion obtained with both low-volatility Diesel 
fuel and high- volatility commercial -grade normal heptane were similar . 
The quantity of Diesel fuel vaporized apparently provided a flame- 
stabilizing fuel-air mix ture at the flame holder which was as good as 
that obtained with heptane. Combustion efficiencies obtained with the 
lower volatility Diesel fuel were, however, lower than those obtained 
with normal heptane because of the lower vaporization rate of Diesel 
fuel. 


In general, the limits of combustion and combustion efficiency 
were improved as combustion-chamber-inlet temperature was increased. 

The increasing rate of fuel vaporization with increasing inlet tempera- 
ture resulted in better flame-stabilizing mixtures at the flame holder 
and an accelerated over-all combustion process.. 


Lewis Plight Propulsion Laboratory 

National Advisory Committee for Aeronautics 
Cleveland, Ohio . ' 
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APPENDIX - SYMBOLS 

The following symbols are. used throughout this report: 

A 

Cr 

M 
P 
P 

q. 

r 

tj combustion efficiency 

Subscripts and stations: 

a ambient or free-stream conditions at altitude -which is simulated 

0 teBt- engine bell m outh inlet 

1 lip station - " 

2 combustion-chamber inlet : . . 

4 . combustion- chamber exit 

5 exhaust -nozzle throat 

6 exhaust-nozzle exit 


area, sq ft 


jet- thrust coefficient. 


T + ^6 (P& _ Pa) 


Mach number . ... - 

total pressure, lb/sq ft absolute - 

static pressure, lb/sq ft absolute 

r aPa%^ 

simulated free-stream dynamic pressure, , lb/sq ft absolute 

ratio of specific heats 
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Figure 1. - Schematic diagram of 28-inch diameter ram- Jet engine. 
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Jlgure 2. - Schematic diagram of ocmbuation abamber for configuration 1. 
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Figure 3. - Arrangement of fuel-injection system, flame holder, and combustion chamber for configurations 2 and 3 
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Figure 4. - Gutter width against blocked area of flame holders used In 

configuration 3. 
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7. - Bobeaaatio diagram of 28-inoh ran- jet engine Installed in 10-foot altitude test 

chamber. 
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(a) Limits of . combustion. 




(c) Combustion efficiency. 


Figure 8. - Altitude limits of combustion, over-all exhaust-nozzle pressure ratio 
and combustion efficiency for configuration 1. 






LQZZ 

u t 




Outer shell 

Inner body 

Inner body support 
longeron 

Outer manifold 
Inner manifold 



(a) Schematic cross section of double-manifold. (b) Photograph of combustion With uniform injection, 

fuel- Injection system. 




(c) Photograph of combustion with quadrant injection. (d) Photograph of comhuation with annular injection. 

Figure 9. - Schematic cross section of double-manifold fuel- injection system and typical photographs of combustion u 

obtained. H 
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(a) Limits of combustion . 


h- 




(b) Over-all exhaust-noszle pressure ratio. 



(c) Combustion efficiency. _ . 

Figure 10. - Altitude Halts of combustion, over-all exhaust- nestle pressure ratio, and 
combustion efficiency for configuration 2. 
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gure 11. - Comparison of lean limits of combustion obtained with 
uniform, quadrant, and annul nr injection for configuration 3(b). 
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Figure 12. - Effect of flame-holder gutter width on limits of combustion. 
Combustion- chamber-exit pressure, 1400 pounds per square foot absolute. 
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Figure 13. - Effect of flame-holder: "blocked area on combustion efficiency for 
configuration 3. Fuel air ratio,. 0.050; uniform injection. Combustion- 
chamber- exit pressure, 1800 pounds per square foot absolute. 
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Figure 14. - Effect of flame -holder gutter width on combustion efficiency for 
configurations. Fuel-air ratio/ 0.050; uniform injection. C ombust ion- 
chamber- er it pressure, 1800 pounds per square foot absolute. 
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(b) Combustion, efficiency; simulated altitude, 45,0OOfeet. 

Figure 17. - Comparison of limits of combustion and combustion efficiency 
obtained -with Diesel fuel and normal heptane for configuration 5 . . 
Uniform injection. 
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Figure 18. - Effect of inlet-air temperature on combustion efficiency for con- 

figuration 5. Uniform injection. 



Figure 19. 


Effect* of inlet-air temperature on limits of combustion for configu- 
ration 5. 
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